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UNCLASSIFIED 

PAGE 01 VIENNA 07165 091323Z 
ACTION H-02 

INFO OCT-01 ISO-OO SCS-06 /009 W 

012729 100303Z/62 

R 091322Z AUG 78 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC 7514 

UNCLAS VIENNA 07165 

FROM SALZBURG 


Message Text 


H-PASS: HONORABLE BEN ROSENTHAL, MEMBER OF CONGRESS 
REF: CONGRESSMAN'S COMMERCIAL CABLE DATED AUGUST 8,1978 

1 . REPRESENTATIVE OF AMCONSUL SALZBURG VISITED MR. MUELLER 
ON AUGUST 7 TO BRING MAGAZINES. MR. MUELLER RECUPERATING 
SPEEDILY FROM HEART INFARCTION. OUT OF INTENSIVE CARE 
SINCE AUGUST 8. PHYSICIAN IN CHARGE, DR. STRANZINGER, 

SPEAKS ENGLISH AND CAN BE REACHED AT INTERNAL MEDICINE 
DEPARTMENT, LANDESKRANKENHAUS SALZBURG, TELEPHONE (6222) 
31581. 


2. DOCTOR INFORMED CONSULATE THAT MR. MUELLER WOULD BE 
RELEASED ON OR ABOUT AUGUST 18. SUGGESTS TWO WEEKS CON- 
VALESCENCE IN HEALTH RESORT PRIOR TO RETURN TO U.S. 

MR. MUELLER HAS EXPRESSED WISH TO PROCEED TO MUNICH AFTER 
RELEASE FROM HOSPITAL TO SPEND TWO WEEKS WITH BUSINESS 
FRIEND THERE. 


3. FINANCIAL AND TRAVEL ASSISTANCE OFFERED, BUT IS NOT 
NEEDED. 


4. PRIVACY ACT STATEMENT OBTAINED. CONSULATE WILL CLOSELY 
FOLLOW CASE. WOLF 

UNCLASSIFIED 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978VIENNA07165 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: n/a 

Expiration: 

Film Number: D780326-1249 
Format: TEL 
From: VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780880/aaaacpey.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 9dcfea65-c288-dd11-92da-001cc4696bcc 
Office: ACTION H 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 25 apr 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1786675 
Secure: OPEN 

Status: <DBA CHANGED> VJT 20041 1 03 

Subject: MR. MUELLER RECUPERATING SPEEDILY FROM HEART INFARCTION. 

TAGS: CASC 
To: STATE 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/9dcfea65-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



